ILLINOIS CAMERA SHOP, GALESBURG. ILL. 


"Old Main/' Knox College, was built in 
1857. On October 7, 1858 the famous Lincoln- £ 
Douglas debates on the slavery issue took ^ 
place at the east end of this building before < 
20,000 people. « 
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"Old Main/' Knox College. Galesburg. Ill. 


National Historic Site of the Famous Lincoln-Douglas Debate 
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